renee 
: : : LACCIFIED MESTACT 
~~ | Approved For Or nA CIAL 
re: 20182 6B sur 62 7 ET 


iil 


TION: OPS (19293745) 
7o + $/e (11) 


mummy NIMBUS 3008 25X14 


osx het WE 9029 (1n 41871) 
PLS ADVISE ASAP {IF YOU DESIRE TO SEND TAKE BY 


A3D AS ORIGINALLY 


PLANNED. 


END OF MESSAGE 
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